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MATERIAL SAFETY DATA SHEET 


Printed : ol/a.3/98 
Revised ; oi/i3/9e 
Rev Lev ; C 


SECTION I - PRODUCT IDENTIFICATION 


Manufacturer;' ELEMENTls PERFORMANCE POLYMERS- Information Phone; 973 751 300 Q 
DIVISION OF HARCROS CHEM. INC. Emergency Phone; 973 751 3000 
600 CORTLANDT STREET CHEMTREC Phone; 1-800-424-9300 

BELLEVILLE NJ 

07X09 


Product Class; BROWN DOUBLE/ BUBBLE 
Trade Name : SILICONE 7914 
Product Code : (04030) 

C.A.S. Number; NONE 
Prepared By : B. WEINMAN 

Title : ENVIRONMENTAL SPECIALIST 


I Hazard Ratings; 
I none -> extreme 
I 0 — > 4 

t 

i 


Health 
_ Fire 
Reactivity 


1 

1 

0 


SECTION II - HAZ. INGREDIENTS ** DENOTES 313 TOXIC CHEMICAL 


Weight Exposure Limits — vp 

Ingredients CAS # % ACGIH/TLV OSHA/PEL mm HG 


SILICONE _ , 10 ppm 10 ppm 

STEL = 15 ppm 

EXPOSURE LIMITS ARE FOR ACETIC ACID 

*** ALL Ingredients in this product are listed in the T.S.C.A. Inventory. 
ACETIC ACID IS FORMED DURING CURING OH EXPOSURE TO WATER OR AIR, 


SECTION III - PHYSICAL DATA 


Boiling Range: N/A 

Evap. Rate: Unavailable 
Volatiles vol % 0.0 Wgt5 0.0 

Appearance: LIQUID 


Vapor Density; Heavier than Air. 
Liquid Density: Heavier than Water. 
Wgt per gallon: 8.72 Pounds. 


SECTION IV - FIRE AND EXPLOSION HAZARD DATA 


Flammability class; N/A Flash Point: 250 F TOC LEL: N/A UEL: N/A 

-EXTINGUISHING MEDIA: 

WATER FOG 
dry CHEMICAL 
FOAM 

CARBON DIOXIDE 

-SPECIAL FIREFIGHTING PROCEDURES: 

USF FULL PROTECTIVE CLOTHING AND A POSITIVE PRESSURE SELF- 
CONTAINED BREATHING APPARATUS. 

-UNUSUAL FIRE & EXPLOSION HAZARDS; 

NONE KNOWN 
(cont. ) 
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SECTION IV - FIRE AND EXPLOSION HAZARD DATA (COnt.) 


-UNUSUAL FIRE & EXPLOSION HAZARDS; (COnt. ) 


SECTION V - HEALTH HAZARD DATA 


-PERMISSIBLE EXPOSURE LEVEL 
SEE SECTION II 
-EFFECTS OF OVEREXPOSURE: 

INHALATION: 

VAPOR overexposure MAY IRRITATE EYES, NOSE AND THROAT. 

EYE CONTACT: 

DIRECT CONTACT IRRITATES SLIGHTLY TO MODERATE WITH REDNESS 
AND SWELLING. 

INGESTION: 

AMOUNTS TRANSFERRED TO THE MOUTH BY FINGERS , ETC . , DURING 
NORMAL OPERATIONS SHOULD NOT CAUSE INJURY. SWALLOWING SUB- 
STANTIAL AMOUNTS MAY CAUSE DIGESTIVE DISCOMFORT. 

SKIN CONTACT: 

A SINGLE EXPOSURE FOR SEVERAL HOURS MAY CAUSE IFLRITATION. 
LONGER OR REPEATED CONTACT MAY CAUSE MODERATE IRRITATION. 
OTHER HEALTH HAZARD INFORMATION; 

COMMENT: NO KNOWN ADVERSE CHRONIC HEALTH EFFECTS, BUT UN- 
NECESSARY EXPOSURE TO ANY CHEMICAL SHOULD BE AVOIDED. THIS 
PRODUCT, AS WITH ANY CHEMICAL, M.AY ENHANCE ALLERGIC CONDI- 
TIONS ON CERTAIN PEOPLE. WE DO NOT KNOW OF ANY MEDICAL CON- 
DITIONS THAT MIGHT BE AGGRAVATED BY EXPOSURE TO THIS PRO- 
DUCT. 

HAZARDOUS FILLER WARNING: 

THIS FORMULA CONTAINS HAZARDOUS FILLERS WHICH ARE NOT 
HAZARDOUS IN A WET OR ENCAPSULATED STATE. HOWEVER, IP A. 
FORMULA CONTAINING A HAZARDOUS FILLER IS REDUCED TO A 
RESPIRABLE FRACTION BY GRINDING OR PUTTING INTO AN AIRBORNE 
POWDER, THE POWDER IS CONSIDERED A HAZARDOUS MATERIAL. 

-FIRST AID: 

INHALATION; 

REMOVE PERSON TO FRESH AIR. OBTAIN IMMEDIATE MEDICAL ATTEN- 
TION. 

EYE CONTACT: 

FLUSH THOROUGHLY WITH WATER FOR AT LEAST FIFTEEN MINUTES 
WHILE LIFTING UPPER AND LOWER LIDS. GET IMMEDIATE MEDICAL 
ATTENTION , 

INGESTION; 

NO FIRST AID SHOULD BE NEEDED. CONSULT WITH A PHYSICIAN. 
SKIN CONTACT: 

WIPE OFF AND FLUSH WITH WATER. SEEK MEDICAL ATTENTION 
IF IRRITATION DEVELOPS. 


SECTION VI - REACTIVITY DATA 


STABLITY: [ ] Unstable (xj Stable 

HAZARDOUS POLYMERIZATION: [ ) May ticcur [x] Will not occur 
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SECTION VI - REACTIVITY DATA (cont. ) 


-INCOMPATIBILITY 

OXIDIZING AGENTS 

AIR OR MOISTURE CAUSES CURING AND ACETIC ACID VAPORS FORM. 
-CONDITIONS TO AVOID: 

EXPOSURE TO AIR OR MOISTURE UNTIL READY TO USE. 

-HAZARDOUS DECOMPOSITION PRODUCTS: 

, OXIDES OF CARBON 
SILICON DIOXIDE 


SECTION VII - SPILL OR LEAK PROCEDURES 


-IN CASE OP spills: 

SHUT OFF ALL IGNITION SOURCES AND DIKE SPILL TO CONTAIN AND 
PREVENT ENTRY INTO SEWERS OR WATER SOURCES. ABSORB SPILLED 
MATERIAL AND PLACE IN CLOSED CONTAINER FOR DISPOSAL. 

-WASTE DISPOSAL METHOD: 

CONTROLLED INCINERATION. HANDLE IN COMPLIANCE WITH LOCAL, STATE, 
AND FEDERAL ENVIRONMENTAL PROTECTION AGENCY REGULATIONS. 


SECTION VIII - EMPLOYEE PROTECTION 


-RESPIRATORY PROTECTION: 

USE RESPIRATORY- PROTECTION UNLESS LOCAL EXHAUST VENTILATION 
IS ADEQUATE OR AIR SAMPLING DATA SHOW EXPOSURES ARE WITHIN 
TLV AND PEL GUIDELINES. SUITABLE RESPIRATOR: ACID GAS/ORGANIC 
VAPOR TYPE. 

-VENTILATION : 

LOCAL EXHAUST RECOMMENDED- 
-SKIN CONTACT: 

CHEMICAL RESISTANT PROTECTIVE GLOVES, 

-EYE PROTECTION: 

SAFETY GLASSES WITH SIDE SHIELDS. 

-OTHER PROTECTIVE EQUIPMENT: 

CHEMICAL RESISTANT PROTECTIVE CLOTHING TO MINIMIZE EXPOSURE. 
EYE WASH STATION SHOULD BE AVAILABLE FOR EMERGENCY USE. 

SECTION IX - SHIPPING INFORMATION 


PLASTIC LIQUID NOS 
NMF#156240 
"EMERGENCY CONTACT": 

CHEMTREC 1-800-424-9300 

TRADE NAME: BROWN DOUBLE/ BUBBLE 


SECTION X - SPECIAL PRECAUTIONS 


-PRECAUTIONS TO BE TAKEN IN HANDLING AND STORING: 

STORE IN A COOL, DRY PLACE, 'KEEP AWAY FROM OPEN FLAMES AND HIGH 

Temperatures , 

-OTHER INFORMATION: 

THIS PRODUCT (OR COMPONENTS, IP A MIXTURE) IS HOT LISTED IN lARC 
MONOGRAPHS, THE NIP FOURTH ANNUAL REPORT OR THE CURRENT ACGIH 
(cont.) 



Page: 4 


eijBMENTIs performance polymers 

Material Safety Data Sheet for: SILICONE 79i4 ( (04030) ) 


SECTION X - SPECIAL PRECAUTIONS (cent.) 


“OTHER INFORMATION: (cont. ). 

TLVS AS A carcinogen OR POTENTIAL CARCINOGEN, IT IS NOT REG- 
ULATED BY OSHA AS A CARCINOGEN. 

-DISCLAIMER: 

ALTHOUGH THE INFORMATION AND RECOMMENDATIONS SET FORTH HEREIN 
(HEREINAFTER "INFORMATION”) ARE PRESENTED IN GOOD FAITH AND 
.. BELIEVED TO BE CORRECT AS OP THE DATE HEREOF, ELEMENTIS 
PERFORMANCE POLYMERS MAKES NO REPRESENTATIONS AS TO THE 
COMPLETENESS OR ACCURACY THEREOF. INFORMATION IS SUPPLIED UPON 
the condition that the PERSONS RECEIVING SAME WILL MAKE THEIR 
OWN DETERMINATION AS TO ITS SUITABILITY FOR THEIR PURPOSES PRIOR 
TO USE. IN NO EVENT WILL ELEMENTIS PERFORMANCE POLYMERS BE 
RESPONSIBLE FOR DAMAGES OF ANY NATURE WHATSOEVER RESULTING 
FROM THE USE OF OR RELIANCE UPON INFORMATION. NO REPRESENTATIONS 
OR WARRANTIES, EITHER EXPRESSED OR IMPLIED, OF MERCHANTABILITY, 
FITNESS FOR A PARTICULAR PURPOSE OF ANY NATURE ARE MADE HERE- 
UNDER WITH RESPECT TO INFORMATION OR THE PRODUCT TO WHICH 
INFORMATION REFERS. 


SECTION XI - ADDITIONAL REGULATORY INFORMATION 


-SARA TITLE III SECTION 313 : 

This product contains the following toxic chemicals subject to the 
reporting requirements of section 313 of the Emergency Planning 
and Community Right To Know Act of 1986 andof 40 CFR 372; 

Percent by 

CAS# Chemical Name Weight 


NONE 


